ALL  SAINTS'  CHURCH,  ASHMONT 
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Peabody  Square,  Dorchester,  Mass. 

First  great  design  of  Architect  Ralph  Adams  Cram, 
in  1893.  A  daring  revival  of  early  English  simplicity. 
Parish  started  in  1867,  long  a  leader  in  the  Catholic  g 
movement  among  Episcopalians. 

Sundays  7:30,  9,  11,  5:30 
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